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SUBJECT: ALARM SYSTEMS 

POST'S OMNI SPECTRA MODE 300 MICROWAVE INTRUSION ALARM 
SYSTEM CURRENTLY MALFUNCTIONING. ALARM OCCASIONALLY SOUNDS 
AFTER SYSTEM HAS BEEN RESET AND PLACED ON SILENCE. 

ALARM AT OTHER TIMES CAN BE SILENCED BUT THEN 
AFTER 5 OR 10 MINUTES SOUNDS AGAIN. POST UNABLE TO DETERMINE 
WHAT PROBLEM IS AND WOULD APPRECIATE EITHER VISIT BY TECH OR 
INFORMATION CONCERNING POSSIBLE REMEDY FOR MALFUNCTION. 
ADVISE SOONEST. 
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